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Results and conclusions   .......       59essor of Physics in the Faculte des Sciences and Professor of Chemistry in the Ecole Poly technique ; in the same year, working with Thenard, he was able to isolate boron and, later, iodine. The latter is considered one of his most brilliant investigations. During the next few years he published important memoirs upon the relationships existing between ethylene, alcohol and ether. In 1815 he discovered cyanogen and prepared pure hydrocyanic acid. In 1815 he devised the syphon barometer.
